


PROLOGUE (Cont.) 


Joint Stage Managers: Messrs. E. H. Utley and W. Langler. 
Costumes supplied by The Mascottes. 449 Pitt St., Sydney. 


Orchestral Director: Mr. G. Margy (Pianist), assisted by Messrs. C. 
Scriven and F.J. Alderman (Violinists), C. Brown (Cornetist) and 
A. Benham (Drums). 


The Management of the 


Monarch Empire Theatre - 


desire to place on record the Zincere thanks and appreciation due 
to the following, whose whole-hearted co-operation have culminated 
in a theatre worthy of the picture-going public of Dubbo. 


Architect: J. E. Lundholm, Esq., Dubbo. 

Contractors: W. Fuller, Esq., Dubbo. 

Seating: A. N. Thomson & Co. Ltd., Annandale. 
Electrical Installation: A. J. Connolly, Esq., Dubbo. 
Furnishings: G. R. Brakell & Co., 12 Margaret St., Sydney. 


CLARENCE R. TAYLOR. 
WALTER J. HEWITT, 
Joint Managers. 
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